106     DOCKETED ITEMS

Q. inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list end.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

910S140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109160018 Forwards insp repts 50-206/91-21,50-361/91-21 & 50-362/91-12 on
910708-12 & notice of violation.

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison
Co. 3pp. 59096:332-59096:346.

-9109160030 Notice of violation from insp on 910708-12.Violation noted: on 910522,11-
censee radwaste shipment arrived at low-level radwaste burial Site w/loose cask tie-
down cables & not fully tightened metal expansion ring for holding cask.
* Region 5 (Post 820201), 91/08/28.1p. 59096:335-59096:335.

-9109160048 Insp repts 50-206/91-21,50-361/91-21 & 50-362/91-21 on 910708-
12. Violations no ted. Major areas inspected:personal dosimeter program.radiological
survey programIhealthj>hysics>& chemistry staffing^ occupational exposures^

59096:346.' "

-9109030194 "San Onofre Nuclear Generating Station Semiannual Effluent Release
RepUan-June 1991."
* Southern California Edison Co. 91/06/30. 93pp. 58950:003-58951:025.

109180101 Monthly operating rep
Station.Units 2 & 3.W/910913 !tr.

repts for Aug 1991 for San Onofre Nuclear Generating

UHAS.G.P. Region 5 (Post 820201). 91/08/28. 11pp. 59096:336-

9109060055 Responds to NRC 910802 Itr re violations/deviations noted in Insp Repts
50-206/91-19,50-361/91-19      &      50-362/91-19      on      910601-0713.Corrective
actkmsiProcedure SO123-0-21 re equipment status control revised on 910819.
RAY.H.B. Southern California Edison Co. 91/08/30. Document Control Branch (Docu-
ment Control Desk). 13pp. 59032:084-59032:096.

9109100100 Provides info requested in reporting requirements of NRC Bulletin 89-
001 .Suppl 2 re Westinghouse SG tube mechanical plugs which are susceptible to pri-
mary water stress corrosion cracking. Encl withheld.

ROSENBLUM.R.M. Southern California Edison Co. 91/08/30. Document Control
Branch (Document Control Desk). 4pp. 59076:085-59076:088.

9109180179 Responds to concerns noted in Insp Rept 50-361/91-19 re salt water cool-
ing   sys.backflush   repair   during  Apr-May  outage.consequences  of  June   heat
treatment.SWC sys mat! condition & insufficient questioning personnel attitude.
RAY.H.B. Southern California Edison Co. 91/09/06. ZIMMERMAN.R. Region 5 (Post
820201). 4pp. 59145:357-59145:360.

9109200167 Forwards audit trip rept re C-E Owner Group pressurizer surge line thermal
stratification evaluation program to address NRC bulletin 88-011 issues.
KOKAJKO.LE. Project Directorate V. 91/09/13. RAY.H.B. Southern California Edison
Co. COTTON.G.O. San Diego Gas & Electric Co. 14pp. 59164:019-59164:032.

9109240448 Notification of contract execution: "Safety Sys Methodology Initiative Team
Insp San Onofre," awarded to AECL Technologies.

MANN.R- Division of Contracts & Property Management (Post 890205). NRC-03-90-
031. 91/09/13. SCHWINK.W.S. Program Management, Policy Development & Analy-
sis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p.
59192:336-59192:338.

-9109240449 Ltr Contract NRC-03-90-031,awarding Task Order 24,to "Safety Sys
methodology Initiative Team Insp - San Onofre."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/09/
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59192:337-59192:338.

9109110056 NRO Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109230222 Forwards evaluation criteria for licensee to use to assess adequacy of pro-
gram designed per IE Bulletin 88-008 re piping connected to RCS.Response consist-
ent

KOKAJKO.LE. Project Directorate V. 91/09/17. RAY.H.B. Southern California Edison
Co. COTTON.G.D. San Diego Gas & Electric Co. 8pp. 59187:041-59187:048.

9109300008 Forwards reactor operator & senior reactor operator licensing exam repts
50-361/OL-91-02 & 50-362/OL-91-02 on 910722-31.NO major deficiencies identified.
KIRSCH.D.F. Region 5 (Post 820201). 91/09/18. RAY.H.B. Southern California Edison
Co. 4pp. 59224:065-59225:023.

-9109300010 Exam repts 50-361/OL-91-02 & 50-362/OL/91-02 on 910722-31. Exam
results:thirteen reactor operator applicants passed & all seven senior reactor opera-
tors passed exam.

PEREIRA.D.B., MILLER.LF. Region 5 (Post 820201). 91/09/18. 175pp. 59224:069-
59225:023.

9109270050 Ack receipt of 910830 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-206/91-19, 50-361/91-19 & 50-362/91-19.
RICHARDS.S.A. Region 4 (Post 820201). 91/09/19. RAY.H.B. Southern California
Edison Co. 2pp. 59216:233-59216:247.

9109270122 Provides corrected Relief Request B-7 for First Ten-Year Interval Inservice
Insp Programmer 910626 & 910814 Itr.

ROSENBLUM.R.M. Southern California Edison Co. 91/09/24. Document Control
Branch (Document Control Desk). 12pp. 59235:259-59235:270.

R. Periodic operating reports & related correspondence

9109030192 Forwards "San Onofre Nuclear Generating Station Semiannual Effluent
Rept,Jan-June 1991." Rev 6 to "ODCM Nuclear Generation Site Unit 1" & Rev 23 to
"ODCM Nuclear Generation Site Units 2 & 3."

ROSENBLUM.R.M. Southern California Edison Co. 91/08/29. Document Control
Branch (Document Control Desk). 2pp. 58950:001-58951:025.

FARR.M.M., ROSENBLUM.R.M. Southern California Edison Co. 91/08/31. 13pp.
59139:328-59139:340.

S. Reportable occurrences, LERs & related correspondence

9109100314 LER 91-010-00:on 910803 & 18,control room isolation sys Train B spurious
actuation occurred when sensed background count rate decreased below instrument
failure setpoint Detector & module replaced.W/910903 Itr.

KRIEGER.R.W.,   MORGAN.H.E.  Southern  California  Edison  Co.   91/09/03.  6pp.
59095:197-59095:202.

V. Operator Examinations

9109040021 Requests info re 910815 rept concerning NRC licensed SRO testing posi-
tive for alcohol following 910814 drug test.lnfo requested within 30 days after receipt
of ftr.

ZIMMERMAN.R.P. Region 5 (Post 820201). 91/08/26. RAY.H.B. Southern California
Edison Co. 4pp. 58935:069-58935:073.

9109120003 Forwards Surveillance Rept SOS-108-91. "Licensed Operator Requalifica-
tion Program," documenting evaluation of nuclear training dept.per 910812 & 13 tel-
cons re util failure to conduct 1990 operating exams within required time.
KRIEGER.R.W. Southern California Edison Co. 91/09/04. MARTIN.J.B. Region 5
(Post 820201). 2pp. 59104:013-59104:022.

-9109120004 Surveillance Rept SOS-108-91, "Licensed Operator Requalification Pro-

BINSON.W.A., RAMSEY.M.B., BROWN.R.F. Southern California Edison Co. 91 /
06/27. 8pp. 59104:015-59104:022.

9109300008 Forwards reactor operator & senior reactor operator licensing exam repts
50-361/OL-91-02 & 50-362/OL-91-02 on 910722-31.No major deficiencies identified.
KIRSCH.D.F. Region 5 (Post 820201). 91/09/18. RAY.H.B. Southern California Edison
Co. 4pp. 59224:065-59225:023.

-9109300010 Exam repts 50-361 /OL-91 -02 & 50-362/OL/91-02 on 910722-31. Exam
results:thirteen reactor operator applicants passed & all seven senior reactor opera-
tors passed exam.

PEREIRA.D.B., MILLER.LF. Region 5 (Post 820201). 91/09/18. 175pp. 59224:069-
59225:023.

DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3

F. Security, medical, emergency A fire protection plans

9109160018 Forwards insp repts 50-206/91-21,50-361/91-21 & 50-362/91-12 on
910708-12 a notice of violation.

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison
Co. 3pp. 59096:332-59096:346.

-9109160048  Insp repts 50-206/91-21,50-361/91-21   & 50-362/91-21   on  910708-
12.Violations noted.Major areas inspected:personal dosimeter program.radiological
survey program.health physics & chemistry staffing & occupational exposures.
CARSON.LC. Region 5 (Post 820201). 91/08/28. 11pp. 59096:336-59096:346.

P. Operating license stage documents & correspondence

9109030277 Notification of contract execution.task order 10: "NDE Support at San
Onofre Nuclear Power Plant," awarded to TET.Inc.

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L-
14741. 91/08/12. SCHWINK.W.S. Office of Nuclear Reactor Regulation. Director
(Post 870411). 1p. 58944:248-58944:250.

-9109030283 Ltr Contract NRC-03-90-028,awarding task order 10. "NDE Support at
San Onofre Nuclear Power Plant." under contract.

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-14741. 91/08/06.
PAYNE.D. Thompson Engineering Testing, Inc. (formerly Vester J. Thompson, Jr.,
Inc.). 2pp. 58944:249-58944:250.

9109040318 Notifies that one exception to administrative controls commitment.dtd
900511 ,to maintain on train of spent fuel pool needed.

ROSENBLUM.R.M. Southern California Edison Co. 91/08/26. Document Control
Branch (Document Control Desk). 2pp. 58954:054-58954:055.

9109040204 Forwards Amend Applications 103 & 93 to Licenses NPF-10 & NPF-
I5,respectively,revising TS Tables 4.3-1 re reactor protective sys surveillance require-
ments & 4.3-2 re ESFAS instrumentation.

RAY.H.B. Southern California Edison Co. 91/08/30. Document Control Branch (Docu-
ment Control Desk). 3pp. 58954:162-58954:211.

-9109040209   Amends   Applications  103  & 93   to   Licenses  NPF-10  &  NPF-15,
respectively,revising TS Tables 4.3-1 re reactor protective sys instrumentation surveil-
lance requirements & 4.3-2 re ESFAS instrumentation.
RAY.H.B. Southern California Edison Co. 91/08/30.14pp. 58954:166-58954:179.

-9109040211 Proposed Tech Spec Tables 4.3-1 re reactor protective sys instrumenta-
tion surveillance requirements & 4.3-2 re ESFAS instrumentation.
* Southern California Edison Co. 91/08/30. 32pp, 58954:180-58954:211.

9109100021 Forwards proposed changes to NPDES permit.to include periodic discharge
of two addl chemicals (Morpholine & Ethylenediamine tetraacetic acid).
ROSENBLUM.R.M. Southern California Edison Co. 91/09/04. Document Control
Branch (Document Control Desk). 21pp. 59052:035-59052:055.:162.
